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STATUS OF WOMEN - 

JAN. 7 MEETING OF STATUS OF WOMEN WORKING GROUP ON NEW DRAFT 
INSTRUMENT TO ELIMINATE DISCRIMINATION AGAINST WOMEN REVEALED 
CONSENSUS THAT SINGLE COMPREHENSIVE CONVENTION DESIRABLE. 
PHILIPPINE AND SOVIET DRAFTS ALONG WITH EXISTING DECLARATION 
WILL SERVE AS WORKING PAPERS FOR WG CONSIDERATION. (CONFIDENTIAL 

- OURTEL 28) 

SYRIAN JEWISH REFUGEES - 

DWEK, PRES OF COMITE FOR RESCUE OF SYRIAN JEWRY, 

UNDERSTOOD ENTIRE SYRIAN JEWISH REFUGEE COMMUNITY IN LEBANON 
ARRIVED SAFELY IN PARIS JAN. 5, AND REQUESTED HIS DEEP 
APPRECIATION BE CONVEYED TO AMB BUFFUM AND THOSE CONCERNED 
FOR HUMANITARIAN CONCERN AND ASSISTANCE. (LIMITED OFFICIAL USE 

- USUN'S 23) 

BEGIN UNCLASSIFIED 

WORLD FOOD CONFERENCE (WFC) - 

FIRST SESSION OF WFC PREPARATORY COMITE TO COMMENCE FEB. 11, 

WITH SECOND SESSION ENVISIONED FOR JULY. GUERRERO, DE SEYNES 
AND BOERMA HOLDING PRELIMINARY DISCUSSIONS IN ROME THIS WEEK. 
SYG, BY CIRCULAR LETTER, REQUESTED TO BE ADVISED OF INTEREST 
IN SERVING ON PREPARATORY COMITE. (OURTELS 19, 20) 

UN SAHELIAN EFFORT - 

NETHERLANDS MISSION ANNOUNCED GON CONTRIBUTED $50,000 
TO SUPPORT UN'S SUDANO SAHELIAN RELIEF OPERATIONS. (OURTEL 24) 

END UNCLASSIFIED 
BENNETT 
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